Approved For Rel 


INTELLGFaa 21 






-od 


u»l f58W 

~ DO' NOT CIRCULATE 

CENTRAL INTELLIGENCE AGENCY 
CL ASS I F I CAT I ON SECREtI 


270005-2 


25X1 


T 


25X1 


25X1 


INFORMATION REPORT report no. 

CD NO. 


COUNTRY Rumania 

SUBJECT Radar Equipment at Arad 


DATE DISTR. 23 October 1952 
NO. OF PAGES 1 



1. On 10 August 1952, two radar sets, one of the Wurzburg type and one of 
the Freia type, reached the Arad-Ciala Airfield from Ploesti by 
railroad . 

2* The equipment was sent to Arad by mistake, as it was intended for the 
new airfield being built at Giarmata, On 12 August 1952, it was still 
at Arad . 
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